ADAPTEC ACB-4525S4000 


• supports narrow SCSI bus 

• supports up to two 10MHz ESDI hard drives, hard sectored with up 
to 36 sectors per track 

• supports automatic drive media defect management 
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SCSI Bus Termination 

Leave both terminators in place if the SCSI host adapter is connected 
to one end of the SCSI cable and the ACB-4525S4000 to the other end. 
Pull both terminators if the ACB-4525S4000 is connected between the 
SCSI host adapter and another SCSI device. 
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J5 Jumper Options 
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Board Connectors 
JO 50-pin SCSI connector 

J1 4-pin power connector 

J2 34-pin control cable connector hard drive 
J3 20-pin data cable connector drive 1 

J4 20-pin data cable connector drive 2 


Setup 

The SCSI host adapter hard disk format program initializes the ESDI 
hard drive with a low-level format. 

In case of Adaptec SCSI host adapters, this process is done within the 
DOS operating system. At the DOS start up, a host adapter specific ASPI 
driver has to be loaded with the help of a config.sys entry. Then 
'scsifmt.exe' from Adaptec initializes the drive. 
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